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ABSTRACT 


Surface pressure, drag and lift coefficients have been 
experimentally determined for a right circular cylinder 
located near a plane surface and placed in a cross flow of 
air.  Parametric studies were carried out for Reynolds 
numbers varying from 90,000 to 250,000, three plate lengths 
а variety of cylinder to plate spacings. The variation 
of the drag coefficient as a function of gap size was found 
to exhibit an interesting and unexpected trend. The drag 
was a minimum when the cylinder was resting on the plate and 
was a maximum at a gap size of approximately one cylinder 
radius. Flow visualization studies together with detailed 
measurements of the vortex shedding frequency in the cylinder 
wake indicate that the plate interferes with the formation of 
the vortex street in the cylinder wake when it is located 
within a cylinder radius of the cylinder. This interference 
disturbs the cylinder base pressure which in turn influences 


the magnitude of the drag coefficient. 
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I. IN#RODUCTION 


Tenista)” the flow field, drag and lift charac- 
teristics of a cylinder placed in close proximity to a plane 
surface in a cross flow of air were investigated. Previous 
work of this nature has concentrated primarily on free 
cylinders. 

This project is a follow-on study to an investigation 
originated by McComas [1] and continued by Gnerlich [2]. 

In both of these previous studies, primary emphasis was 
devoted to obtaining the heat transfer characteristics of 

a cylinder placed in proximity to a plane surface. Although 
surface pressure data were obtained in these studies, these 
data were not analyzed in detail. The present investigation 
has focused on obtaining drag and lift information on the 
cylinder as a function of the size of the gap between the 
cylinder and plate. A range of Reynolds numbers varying 
from 90,000 to 250,000 was investigated and the length of 
plate ahead of the cylinder was varied from 2.0 to 8.0 
cylinder diameters. Also, the flow field surrounding the 
cylinder was studied in detail with the aid of a flow 
visualization technique and with a hotwire anemometer. 

The present experiments were conducted using the 
Mechanical Engineering Department wind tunnel located in 
Building 500 and the water channel located in Building 234 


on the Naval Postgraduate School campus. The wind tunnel, 
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described in detail in Section III, has a speed range of 

15 to 250 ft/sec, and is equipped with a traversing mechanism 
and hotwire anemometer which can be used to obtain velocity 
information throughout the test section. The hotwire was 
also used to measure the vortex shedding frequency behind 

the cylinder. 

Experiments were conducted in the wind tunnel at 
uncorrected free stream Reynolds numbers of 90,000, 153,000, 
250,000 for plate to cylinder Beings o£ d/r = 0.0, 0.25, 
ЕЕ 1.0, 2.0, 3.0, 4.0, 5.33, and 9.33 (no plate case) 
where d = gap size апа г = cylinder radius (See Figure 1). 
For these studies the plate length ahead of the cylinder was 
four cylinder diameters (L/D - 4.0). Experiments were also 
performed at a free stream Reynolds number of 153,000 with 
the same d/r ratios but with plate leading edge lengths of 
2.0 and 8.0 cylinder diameters (L/D = 2.0 and 8.0). 

In calculating and plotting the pressure drag coefficient 
as a function of gap spacing an interesting and unexpected 
trend was revealed. Over the range of Reynolds numbers 
investigated, it was found that the minimum pressure drag 
coefficient occurred when the plate was attached to the 
cylinder. Further, these curves also indicated a maximum 
drag coefficient at d/r - 1.0. The lift coefficient was 
found to be a maximum when the plate and cylinder were in 
contact and continuously decreased as the gap size was 


increased. In order to provide a qualitative explanation 
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for the existence of a maximum in the pressure drag 
coefficient curve at d/r = 1.0 , a flow visualization 
experiment was conducted in the water channel. In this 
water channel (See Section III for detailed description) 

a 14 inch long plexiglass flat plate and 1.5 inch diameter 
hollow plexiglass cylinder were used. Тһе system was 
scaled for geometric similitude with the experimental 
apparatus in the wind tunnel. The cylinder was equipped 
with three dye ports and the space between the cylinder 
plate was varied using a lifting device which was attached 
to the plate. Due to limitations in the water pump, the 
maximum Reynolds number which could be attained with this 
apparatus was approximately 10,000. 

The flow visualization revealed very clearly that in the 
range O0 « d/r« 1 the plate was interfering with the 
formation of the vortex street that forms in the wake of a 
free cylinder. The surface pressure data indicated that 
this interference produced a significant effect on the 
cylinder base pressure and an attendant effect on the 
cylinder drag. Hotwire anemometer measurements of the vortex 
shedding frequency were also made in the cylinder wake and 


tend to substantiate this claim. 
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ТТ. BACKGROUND 


The present investigation of the flow field around a 
cylinder placed in proximity to a plane surface was conducted 
concurrently with an investigation by Kósemen [3] of the heat 
transfer characteristics of a heated cylinder located near a 
plane surface. Information obtained from the flow experi- 
ments proved useful in explaining the heat transfer trends 
observed by Kösemen. Likewise, Kosemen's measurements 
provided insight into a better understanding of the flow 
field. 

Data relating to the drag and heat transfer characteris- 
tics of the cylinder-plate geometry under investigation were 
not found in the literature. Such information would be of 
obvious value in the design of heated piping systems located 
near walls and in heat exchanger design. 

While numerous investigations have been conducted upon 
free cylinders having continuous surfaces and diverse shapes, 
few studies have been made of the flow patterns associated 
with a plate-cylinder system.  Roshko [4] conducted an 
experiment using a splitter plate located at various locations 
behind a circular cylinder. He concluded that vortex dynamics 
were indeed important and that any interference with their 
formation would have a strong influence on the base pressure 
and drag of the cylinder. By placing a splitter plate along 


the centerline of the wake, it was found that the normal 
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periodic vortex formation was inhibited and the base pressure 
was found to be increased considerably.  Roshko's investiga- 
tion was very informative and provided insight into our 
investigation. 

Another study which provided insight into our problem 
was an investigation by Spivak [5] of the characteristics of 
vortex formation in the wake behind a pair of cylinders 
located at various gap spacings in a cross flow.  Spivak 
found: 

а) When two cylinders located in cross flow are separated 
by a gap just smaller than a cylinder diameter, an instability 
in the wake vortex pattern occurs. 

b) At larger gap sizes the cylinders behave like independent 
bodies. 

C) АЕ spacings less than one-half diameter a low gap vortex 
shedding frequency is observed. Between one-half and one 
diameter a high gap vortex shedding frequency is present 
decreasing to the independent cylinder value at a critical 
Spacing of one cylinder diameter. 

d) At very small gap sizes individual von Karman vortex 
streets are not detached from each cylinder; instead, a 
coupled vortex street is formed by the overall system along 
with certain internal vortices that depend upon the gap. 

The internal vortices are generated in vortex sheets 

bordering a jet that emanates from the orifice formed by the 
adjacent sides of the two cylinders. Spivak's investigation 
was very informative and provided significant insights into 


our investigation. 
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ПУНЕ РЕКАМА АЕА Аро 


The wind tunnel, water channel, test cylinders and 


plates and their mounting are discussed in this section. 


A. WIND TUNNEL 

All data were collected in a subsonic, open circuit, 
wind tunnel manufactured by the Kenny Engineering Corporation 
of Monrovia, California. This tunnel was powered by a 75 HP, 
1750 rpm variable-speed motor driving a 45 inch diameter 
adjustable pitch, vaneaxial fan (blower) capable of supplying 
air at 10,000 to 70,000 cubic feet per minute. The tunnel 
was equipped with six graded-mesh screens to control turbu- 
lence and a 24-inch manometer tube tapped into the stilling 
chamber and test section for velocity measurement. The 
tunnel was designed to operate at velocities ranging from 
approximately 15 ft/sec to 250 ft/sec. The turbulence 
intensity in the clear tunnel was measured as 0.23. 

The wind tunnel consists of the inlet section, test 
section (28" high x 20" wide x 6' long), diffuser and blower. 
The blower pulls air through the inlet past the test section. 
After passing the test section, the air enters the diffuser 
and then the blower. The blower then expels the air to the 
atmosphere. A schematic of the wind tunnel with pertinent 


dimensions is shown in Figure 2. 
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В. PRESSURE COEFFICIENT EXPERIMENT 

In order to obtain static surface pressure measurements 
on a cylinder placed in this particular flow situation, a 
3 inch diameter, 20 inch long, smooth, right circular 
cylinder constructed of aluminum was used. This cylinder 
was fitted with four 0.025 inch surface pressure taps located 
at the cylinder mid-point and spaced at 90-degree intervals 
around its circumference. The circumference of the cylinder 
was scribed in 5 degree increments. Reference lines were 
scribed on the test section wall at 90 degree intervals so 
that the matching of the scribe marks on the cylinder with 
these lines provided a means of accurately establishing the 
angular location of the pressure taps. The pressure cylinder 
is shown in Figure 3. The surface pressure taps were 
connected to a bank of 8 water filled manometer tubes by 
means of plastic tubing. Two tubes of the manometer bank 
were referenced against atmospheric pressure. The wind 
tunnel stilling chamber static pressure and test section 
(free stream) static. pressure were measured on the same 
manometer bank through pre-existing connections on the wind 
tunnel. The experiments were performed to find the variation 
ОЁ the surface pressure around the circumference of the 
cylinder as a function of gap size, Reynolds number and plate 
length. 

The plates used in these experiments were manufactured 
from 1/2 inch plexiglass. These plates were 40 inches, 


46 inches, and 58 inches long, respectively. To minimize 
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the influence of the downstream edge on the flow patterns 
around the cylinder, the trailing edge in all studies was 
maintained at a length of 34 inches. This provided leading 
edge lengths of 6 inches, 12 inches, and 24 inches, respec- 
tively. The width of the plates was 20 inches and they 
were beveled on the under side of the leading edge to a 
12 degree angle. 

The plates and cylinder were placed in the tunnel 
horizontally in such a way that the leading edge of the 
plates extended 2, 4, and 8 cylinder diameters ahead of the 
cylinder centerline. The plates were connected by means of 
two iron angles to a threaded rod extending through the 
tunnel floor which was capable of moving the plates vertically 
and a rear brace which locked in position by means of a split 
nut. A typical plate and cylinder arrangement is shown in 
Figure 4. It was possible to locate the plate at any position 
relative to the cylinder from attached to a maximum possible 


distance of 8 inches away. 


С. FLOW VISUALIZATION EXPERIMENT 

The apparatus used for flow visualization consisted of a 
converging wooden water channel 15 feet in length and 
13 inches deep with a plexiglass test section 13 inches long, 
12 inches wide, and 13 inches deep. A hollow, 1.5-inch 
diameter plexiglass cylinder was attached between the test 
section walls with its longitudinal axis located eight inches 


from the test section floor. In order to preserve geometric 
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similitude, a 1/2 inch thick plexiglass flat plate was 
constructed to the scale of the ratio of the water channel 
cylinder diameter to the wind tunnel cylinder diameter 
(0.5:1). Thus, this plate was 14 inches long and 12 inches 
wide. The leading edge was beveled to a 12-degree angle as 
were the larger flat plates used in the wind tunnel. This 
flat plate was placed above the cylinder and was connected 
to an apparatus which raised or lowered the plate and also 
moved the plate to downstream and upstream directions 
horizontally. By moving the plate up and down and also 
horizontally, the desired gap sizes and L/D ratios were 
obtained. 

The cylinder was fitted with three dye ports which were 
connected by polyethylene tubing to three separate dye 
reservoirs with individual valving located approximately 
three feet higher than the cylinder. This additional height 
insured that a constant head was maintained on the injection 
system, and the individual valving was necessary to allow 
each port to be operated separately in order that the flow 
field at various sections of the cylinder could be observed 
independently. 

Water was pumped into me channel by means of an irriga- 
tion pump directly coupled to a Westinghouse Type SK 
dynamometer running as a motor. With the motor running at 
1200 rpm, the pump output was approximately 1000 gallons per 
minute. Because of the limitation in the pump capacity, the 


highest Reynolds number which could be obtained in this 
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channel was approximately 10,000. The depth of water in 
the channel was controlled by a tilting weir at the end of 
the channel. For this particular experiment, the water 
depth was maintained at approximately 12 inches. This 
allowed the entire apparatus to be immersed to a depth 
sufficient to minimize free surface effects. 

The cylinder and plate arrangement in the test section 


of the water channel is shown in Figure 5. 


DNE ORTEX FREQUENCY EXPERIMENT 

The apparatus used to measure the vortex shedding 
frequency behind the cylinder in the wind tunnel consisted 
of the hotwire anemometer, TYPE 555 DUAL BEAM OSCILLOSCOPE 
with amplifier TYPE lAl, KROHON-HETE MODEL 3100(R) Filter, 
and FLUKE 1950A Digital Counter. 

The hotwire was attached to a tranversing mechanism by 
means Of a narrow depth cantilever. Тһе transversing 
mechanism allowed the hotwire to be moved to the desired 
locations during the experiments. The output of the hotwire 
anemometer was displayed on the oscilloscope. The Model 
3100(R) filter is a solid state variable electronic band-pass 
filter which allows both high and low cut-off frequencies to 
be independently and continuously adjusted over a frequency 
range from 10 Hz to 1 MHz. The pass-band gain is unity (0 dB), 
with an attenuation rate of 24 dB per octave outside the 
pass-band, and a maximum attenuation of 80 dB. Using this 


filter the turbulent high frequency noise was cut-off at an 


2:5 
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output of less than 100 microvolts. This allowed the low 
shedding frequency to be obtained easily. The vortex 
shedding frequency was read in Hertz from the FLUKE 1950A 


Digital Counter. 
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ТУ. EXPERIMENTAL PROCEDURE 


In order to ensure that significant and accurate data 
would be obtained, it was necessary to compare our initial 
results with previous work. Since Gnerlich [2] performed 
his experiment at a Reynolds number of 153,000 and L/D = 4.0, 
it was decided to check the apparatus at that Reynolds number. 
For this reason, an air stream speed of 98 ft/sec was used 
for comparative purposes. Experiments were then carried out 
using Reynolds numbers of 90,000 and 250,000 at L/D = 4.0 . 
To examine the influence of the location of the plate leading 
edge, additional runs were also made at a Reynolds number of 
153,000 and L/D = 2.0 and L/D= 8.0 . 

In the present work the Reynolds number is defined in the 


conventional fashion 





where 
Re = Reynolds number, 
U. = Free stream velocity at test section entrance, ft/sec 
(uncorrected for blockage), 
D = Cylinder diameter, ft, 
у = Kinematic viscosity of air, £t%/sec. 
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Aer RESOURE COEFFICIENT EXPERIMENT 

Pressure data were obtained at Reynolds numbers of 
90,000, 153,000, and 250,000. After considerable checks 
with the hotwire anemometer, it was decied to use the wall 
manometer to set the tunnel speeds of 98 ft/sec and 160 ft/sec 
for Reynolds numbers of 153,000 and 250,000. To accurately 
set a tunnel speed of 57.6 ft/sec, which yielded a Reynolds 
number 90,000, the hotwire anemometer was used. 

Initially, all leads were checked for tightness and the 
manometer bank was leveled. The pressure taps were initially 
located at 0, 90, 180, and 270 degrees. The wind tunnel was 
started, and the velocity was increased to a predetermined 
value. The manometer readings were recorded for each pressure 
tap on the cylinder, the stilling chamber pressure, and the 
test section pressure. The cylinder was then rotated in 
five-degree increments, with data being recorded at each 
increment, until the entire circumference of the cylinder 
had been traversed. This procedure was repeated for all 
desired Reynolds numbers, d/r , and L/D spacings. For 
all experiments, data were then reduced to obtain pressure 
coefficient around the circumference of the cylinder. Also 
polar plots of the pressure coefficient versus angular 
location were obtained. The polar plots are shown in Figures 
12 through 19 in Section V and Figures 28 through 59 in 
Appendix D. The pressure data and data reduction scheme used 


to obtain the pressure coefficient can be found in Appendix A. 
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The scheme used to calculate the pressure drag coefficient 
and lift coefficient from the pressure coefficient is 


described in Appendix B. 


B. FLOW VISUALIZATION EXPERIMENT 

Before starting the motor, the sump was completely filled 
with water. The motor was then started and brought up to a 
speed of 1200 rpm. Тһе tilting weir was adjusted such that 
a height of water was obtained which completely submerged 
the plate and cylinder. The flow was allowed to steady out 
and the polyethylene tubes were checked for tightness. The 
dye was then injected through the top and bottom ports, which 
were 120-degrees apart from each other, in a trial and error 
fashion until the flow could be visualized clearly. This 
procedure was repeated for every desired gap spacing and 
plate leading edge length. As previously described, the gap 
spacing (d/r) and plate leading edge length (L/D) were 0.0, 
ПО. 5, 1.0, 12.0, 3.0, 4.0, 5.33 апа 2.0, 4.0 апа 8.0, 
respectively. These quantities were obtained according to a 
scale which was attached to the water channel test section 
wall. Because of the limitation in the pump capacity, only 
one run was made with the highest Reynolds number of 10,000 


which could be obtained in this experiment. 


C. VORTEX FREQUENCY EXPERIMENT 
In order to explain the trends which were observed in the 
drag curve, a vortex shedding frequency experiment was 


conducted in the wind tunnel at a Reynolds number of 153,000. 
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To start the experiment, the speed of the wind tunnel was 
set to 98 ft/sec (2.2 1п-Н 0). The frequency measurements 
were made with a standard hotwire anemometer. Readings were 
taken at the cylinder mid-span at various locations in the 
wake behind the cylinder. Because of the limitation on the 
hotwire anemometer's transversing mechanism, measurements 
were restricted to a maximum downstream distance of 
2.5 cylinder diameters. 

output of the hotwire anemometer was connected to a 
TYPE lAl amplifier which removed the mean velocity (D.C. 
level) and amplified the signal to a useful level. This 
amplifier was connected internally to an oscilloscope display 
which provided a visible signal for confirming the readings 
from the counter. Also, this amplifier was connected 
internally to a filter described in detail in Section III 
which was used to remove the noise and turbulence. This 
filter was connected to a TYPE lAl amplifier which amplified 
the signal to a useful level and passed it to the display. 
The second output of the last filter was connected to a 
precision counter which yielded the vortex shedding frequency. 

Using the above electronic circuit and hotwire anemometer, 
the vortex shedding frequencies were obtained at d/r = 0.0, 
5055277120, 2.0, 3.0, 4.0, 5.33 and L/D = 4.0 . The 
error of the frequency measurements was estimated to be 


two percent. 


o 





In exploring the flow in the cylinder wake, two different 
frequencies were observed for the same air speed when the gap 
spacing was small. These frequencies were observed over the 
top of the cylinder and between the cylinder and plate in the 


flow field. Results of the vortex shedding frequency 


measurements are shown in Section V. 
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V. RESULTS AND DISCUSSION 


The results shown and discussed in this section are 
the cylinder surface pressure distributions, pressure drag 
and lift coefficients, qualitative observations from the 
flow visualization experiment, and the measurements of the 
vortex shedding frequency in the wake of the cylinder. 
Ae PRESSURE EXPERIMENT AND CYLINDER SURFACE 

PRESSURE DISTRIBUTIONS 

Raw data for three typical pressure runs and a sample 
calculation of the pressure coefficient are contained in 
Appendix A. This section presents a graphical presentation 
of the pressure coefficient versus angular location on polar 
coordinates for: 


(a) Reynolds numbers of 90,000, 153,000, 250,000 with no 
plate, Figures 9 through 11, 


(b) Reynolds number of 153,000 with plate, L/D = 4.0 
and d/r ranging from 0.0 to 5.33, Figures 12 
through 19. 

Polar plots for Reynolds numbers of 90,000 and 250,000 
with plate L/D = 4.0 and d/r ranging from 0.0 to 5.33 
are shown in Appendix D, Figures 28 through 43. Also 
Appendix D includes the polar plots for Reynolds number 
153,000 with plate L/D = 2.0 and 8.0, and d/r ranging 
ООШ 0.0 to 5.33, Figures 44 through 59. 

All polar plots include Nusselt number versus angular 


location curves which were taken from Kosemen's [3] data. 


Again this study was a parallel study with Kosemen who used 
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the same Reynolds number range (except 250,000) and the same 
size cylinder to investigate the heat transfer characteristics 
Of a heated cylinder. Because Kosemen's data indicate 

precise separation points and the flow characteristics on 

the top and bottom half of the cylinder, his data were found 
very informative and were plotted with the curves of pressure 
coefficients versus angular location. 

The trend in the plots and the magnitude of the pressure 
coefficient for the no-plate case were found to agree well 
with published values in the literature [6] (within 23). 

See Figures 9 through 11. 

Before proceeding with an examination of the polar plots 
which are shown in Figures 12 through 19, a brief description 
of the classification of flow past a cylinder will be given. 
This description will help to explain our observations about 
the flow phenomena. 

Flow is characterized by the nature of the separation of 
the boundary layer from the cylinder surface. Using the 
definitions employed by Achenbach [6]: 

l. When the boundary layer separates laminarly, this 
state of flow is called subcritical flow. In subcritical 
flow, a laminar boundary layer develops at the forward 
stagnation point of the cylinder and grows to a maximum 
thickness at an angular location between 80 and 85 degrees. 
At 80 to 85 degrees, the kinetic energy of the moving fluid 
is no longer sufficient to overcome the adverse pressure 


gradient present on the cylinder's surface, and the laminar 
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boundary layer separates. Upon separation, a wake forms in 
the rear portion of the cylinder. A typical subcritical flow 
pattern is shown in Figure 6. 

2. When a separation bubble, followed by a turbulent 
reattachment, occurs, this state of flow is called critical 
flow. In critical flow, the laminar boundary layer again 
grows from the forward stagnation point to the 80 to 85 
degree point where laminar separation again occurs. But, 
unlike the subcritical flow case, a transition of the 
Separated laminar layer to a turbulent state occurs which 
results in the reattachment of a turbulent boundary layer. 
This reattached turbulent boundary layer ultimately separates 
at a position further downstream. The region between the 
laminar separation point and the point of reattachment of 
the turbulent boundary layer is called a "separation bubble." 
A typical critical flow pattern is shown in Figure 7. 

3. When an immediate transition from the laminar to the 
turbulent boundary layer occurs without separation, this 
State of flow is called supercritical flow. А typical 
supercritical flow pattern is shown in Figure 8. 

In examining the polar plots which are shown in Figures 
ШИЕптолап 19 for significant trends or unusual phenomena, 
two items of interest were immediately apparent: one was 
the change from critical to subcritical flow, the other was 
a shift in the location of the stagnation point and the 
laminar separation points as the plate was moved away from 


the cylinder. 
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FIGURE 6. Sketch of a typical subcritical flow pattern 
on the surface of a cylinder 
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FIGURE 7. Sketch of a typical critical flow pattern 
on the surface of a cylinder 
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FIGURE 8. Sketch of a typical supercritical flow pattern 
on the surface of a cylinder 
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FIGURE 10. Pressure coefficient and local Nusselt number 
on the surface of a free cylinder for Ке = 153,000 
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FIGURE 14. 
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Pressure coefficient and local Nusselt number 


on the surface of a cylinder placed near a 
plane surface for: 


Re = 153,000 , L/D = 4.0 
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Pressure coefficient and local Nusselt number 
on the surface of a cylinder placed near a 
plane surface for: 


Re = 153,000 , L/D= 4.0, а/г + 1.0 
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FIGURE 16. Pressure coefficient and local Nusselt 
number on the surface of a cylinder placed 


near a plane surface for: 
Re = 153,000 , L/D= 4.0 , d/r = 2.0 
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FIGURE 17. Pressure coefficient and local Nusselt number 


on the surface of a cylinder placed near a 
plane surface for: 


Re = 153,000 , L/D = 4.0 , Я/г + 3.0 
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Pressure coefficient and local Nusselt number 
on the surface of a cylinder placed near a 
plane surface for: 


Re 153,000 , L/D АДА б/к = 5,33 


47 


KOsemen's [3] data were used to determine the d/r ratio 
associated with a change from critical to subcritical flow. 
The data obtained are shown in Table I. The results for a 
Reynolds number of 16,000 which was used by Kosemen in his 
investigation were included in this table for additional 
information. This table shows the d/r ratios where the 
flow undergoes a critical to subcritical transition for various 
Reynolds numbers and L/D ratios. For the data collection, 
Ша сита КО ООС! thermography technique employed by Kosemen 
were used. Іп short, this technique allows visual determina- 
tion of both qualitative and quantitative heat transfer and 
fluid flow information to be obtained on heated objects 
placed in forced convection environments. This technique 
employs cholesteric liquid crystals as the temperature- 
sensing agent. The liquid crystals indicate temperature by 
exhibiting brilliant changes in color over discrete, 
reproducible temperature ranges. As a result, the liquid 
crystal thermographic technique afforded the opportunity to 
visually observe the effects of flow separation, the 
separation bubble region, the turbulent boundary layer, and 
the turbulent wake on the surface of a heated cylinder. 

During the experiment, uniform heat flux was applied to 
the cylinder surface by means of an electrical resistance 
paper (Temsheet). The paper was coated with S-43 liquid 
crystal which indicates in three distinct color bands the 


following event temperatures: 
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ВОТТОМ 
At "a/r" 


16,000 


90,000 


153,000 





TABLE I. Transition from critical to subcritical flow 
as a function of Reynolds number, d/r and 
L/D ratios 
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СОТОК ТЕМРЕКАТОКЕ 


Веа qu 2*.C 
Green 48079" C 
Blue 44.69 C 


In the wind tunnel, the electrodes on the inner surface 
of the Temsheet cylinder were attached to a power supply. 

The power supply was energized and voltage was adjusted to 
bring the surface temperature of the cylinder to a temperature 
of approximately 50° С. This caused the S-43 liquid crystal 
on the surface of the cylinder to pass through its event 
temperature ranges. Having pre-heated the cylinder, flow 

was established in the wind tunnel. Immediately after flow 
was initiated, the cylinder started to cool. To counter this, 
the power supplied to the cylinder was increased to maintain 
the hottest point on the cylinder at about 43.2? C. This 
corresponded to the red point on the liquid crystal. The 
plate was then attached to the cylinder (d/r = 0.0). 

Adjusting the voltage to obtain the event temperature ranges 
on the surface of the cylinder, the following observations 
were made: 

Due to the fact that all of the air approaching the 
cylinder is forced to go "up and over", the flow was found 
critical (See Figure 7) over the top of the cylinder with 
the plate attached. Also a separation bubble which manifested 
itself as a local cool spot (liquid crystal does not display 
color) bounded by two local hot spots indicated the presence 


Oe ritical flow. 
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As soon as a space existed between the cylinder and 
plate (d/r = 0.25), the separation bubble suddenly was lost. 
This was the change of flow from critical to subcritical 
(See Figure 6) according to Reynolds numbers studied in this 
investigation. By alternately moving the plate and adjusting 
the voltage, the transition points over the top of the 
cylinder for various Reynolds numbers and L/D ratios were 
Пеш со Бе within the range 0.1 < d/r < 0.2 . See Table І. 
Using the same procedure of carefully adjusting spacing 
and voltage the transition from critical to subcritical flow 
on the bottom of the cylinder was found in the interval 
ШЕР а/г < 1.2 Ток various Reynolds numbers and L/D ratios. 
See Table I. One can easily see from Table I that the transi- 
tion points which occurred at various d/r ratios are 
approximately independent of L/D ratios but dependent on 
Reynolds numbers. When the Reynolds number was increased, 
the d/r ratios for transition on the top of the cylinder 
decreased slightly. On the bottom of the cylinder the trend 


was reversed. 


ER. PRESSURE DRAG AND LIFT COEFFICIENTS 

Іп order to gain further information from the pressure 
distribution around the cylinder, the pressure drag (Cap and 
the lift coefficients (С) were computed and are shown in 
Table II. Appendix B illustrates the method which was used 
to calculate the pressure drag and lift coefficients. 

For the Reynolds numbers range used in this investigation 


Achenbach [6] states that the friction forces are nearly 
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Бе L/D Gr Cap iS Re L/D СИЕ Сар С, 
90,000 МО РГАТЕ П 0.00 153,000 4.0 2.0 1.43 0.05 
90,000 4.0 фу 85 16230 153,000 4.0 SUSO 0.03 
90,000 4.0 025 C17 0.40 153,000 4.0 4.0 1.34 0.01 
90,000 4.0 БОНИ 12 0.26 153,000 4.0 5733 1725 0.01 
90,000 4.0 1.0 1.41 0-12 1552000 8.0 0.0 0.60 1.20 
90,000 4.0 о а 39 0.05 153,000 8.0 0.25 1.12 0.30 
90,000 4.0 2:09 1.35 0.02 153,000 8.0 0.50 1.08 0.22 
90,000 4.0 4.0 1.32 0.02 153,000 8.0 1.0 1.44 0.11 
90,000 4.0 1.22 0.01 153,000 8.0 2.0 1.41 0.05 

153,000 NO PLATE 4:25 0.00 153,000 8.0 У Он зе 0.03 
153,000 2.0 0.0 0.75 1.58 153,000 8.0 4.0 1.32 0.01 
153,000 2.0 25. 21 0.42 153,000 8.0 A аа? 0.00 
153,000 2.0 0.50 1.11 0.28 250,000 № РГАТЕ LG 0.00 
52,000 2.0 1.0 1.46 o 250,000 4.0 0.0 0.61 io 
153,000 2.0 2.0 1.43 0.04 250,000 4.0 0225» 1-15 0.42 
153,000 2.0 ЗО 56 0.04 250,000 4.0 0.50. 1:09 9:27 
153,000 2.0 AO” ess 0.02 250,000 4.0 ЕШ” 12298 ШЕ 19 
153,000 2.0 55932 1,38 0.02 250,000 4.0 250» — 1232 0.06 
153,000 4.0 0.0 0.64 1.44 250,000 4.0 Suma 25 0.02 
153,000 4.0 0:25 1.16 0.41 250,000 4.0 4.0 1.20 0.01 
153,000 4.0 0.50 1.09 0.27 250,000 4.0 5:33 аб 0.00 
153,000 4.0 1.0 1.46 0.12 

TABLE II. Pressure drag and lift coefficients as a function 


of gap spaces for various Reynolds numbers 
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negligible in calculating the drag coefficient. Therefore, 
the skin friction drag was neglected compared to the pressure 
(form) drag which constitutes 98 percent or more of the total 
drag according to Achenbach. 

The plots of the pressure drag and lift coefficients as 
a function of gap spacing for various Reynolds numbers and 
L/D ranges are shown in Figures 20 and 21. Figure 20 shows 


the effect of L/D ratioon С and С and Figure 21 


dp L 
shows the effect of Reynolds numbers on C and Cr, ы ТЕ 


ар 
is interesting to note the unexpected shapes and trends of 
the pressure drag versus ä/r ratio curves. For all 
Reynolds numbers and L/D ratios, the pressure drag coeffi- 
cient increases to a local maximum value, then decreases to 
a local minimum then increases to a maximum at d/r = 1.0 , 
and finally gradually decreases to a nearly constant value 
as d/r approaches relative infinity. It is important to 
emphasize that the trends of the pressure drag coefficient 
versus d/r ratio curves are the same for all Reynolds 
numbers and L/D ratios investigated. This implies there 
is no effect on the trends of the curves due to changing 
the L/D ratio or Reynolds numbers. 

A question that immediately comes to mind when examining 
the drag curves, Figure 20 and Figure 21, concerns the 
maximum value of the drag coefficient that occurs at 
d/r = 1.0 . The flow visualization technique described in 
Section IV and hotwire anemometer measurements of the vortex 


shedding frequency (Section IV) were used to provide both a 
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qualitative and quantitative explanation of this phenomena. 
The results of this aspect of the study are shown in Part C 
and Part D of this section. In short, it was found that at 
а/к + 1.0 the vortex shedding frequency of the flow field 
reached a maximum value compared to its values at d/r = 0.0, 
0.25, 0.5, 2.0, 3.0, 4,0 and 5.33. This caused the base pressure 
to exhibit a minimum value and as a result of this, the 
pressure drag coefficient reached its maximum value at 

d/r = 1.0. 

In examining the lift coefficient as a function of gap 
spacing the eig observations can be made: 

a) The maximum lift coefficient occurs when the plate 
is attached to the cylinder. 

b) The lift coefficient suddenly drops to a small value 
at d/r = 0.25 and then gradually decreases to an ultimate 
value near zero at d/r - 5.33. See Figures 20 and 21. 

With no plate in the tunnel the lift coefficient was 
found to be zero as expected and the pressure drag coeffi- 
cients were found to agree with literature values [6]. бее 


Table II. 


C. FLOW VISUALIZATION EXPERIMENT 

In order to obtain qualitative answers to the questions 
which arised from the pressure (form) drag characteristics 
of the flow field, a flov visualization experiment was 
performed in the water channel (described in detail in 


Section III). Because of the limitation in the pump capacity, 


56 





the highest Reynolds number which could be obtained in this 
experiment was approximately 10,000. This was well below 
the Reynolds numbers range examined in the pressure experi- 
ment. However, the behavior observed agreed well with the 
proposed theory of vortex БОК Ооп. 

During the experiment the following observations were 
made: 

Ша At d/r = 0.0 

Referring to Figure 22, when the gap spacing is zero 

there is no flow between the cylinder and plate. The flow 
appeared to be relatively stagnant in the downstream cavity 
formed by the cylinder and plate. No "trapped" vortices 
were observed. Indistinct vortices were observed at approxi- 
mately four diameters downstream. These vortices most 
probablv detached from the outer side of the cylinder. At 
the upstream cavity a series of small, circular, three- 
dimensional vortices were clearly evident. Also a large 
turbulent vortex was observed (See Figure 23). According to 
McComas [1], this large turbulent vortex occurs within the 
separated region where the flow separates from the flat 
plate and reattaches to the cylinder at a point just aft of 
the forward stagnation point. Due to the stagnant region 
behind the cylinder, the base pressure is found to exhibit 
a maximum value and thus the drag on the cylinder is 
decreased considerably from the free cylinder value. On the 
other hand, the lift force EOS its maximum value due to 


the plate effect. See Table II for the minimum value of the 
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FIGURE 22. Photograph and sketch of the flow pattern 
at d/r = 0.0 
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Photograph and sketch of the trapped vortices 
at d/r = 0.0 


ENGURE 23. 





pressure drag coefficient and maximum value of the lift 
coefficient at all Reynolds numbers and L/D ranges for 
d/r = 0.0. 
2. At d/r = 025 

As soon as a space existed between the cylinder and 
plate a stable jet flow was observed between the plate and 
cylinder in the immediate vicinity of the gap. бее Figure 24. 
This jet widened as it moved downstream and mixed with the 
flow in the wake.  Vortices were not detached immediately 
from the top and bottom of the cylinder probably due to the 
effect of the jet flow. A qualitative comparison with the 
d/r = 0.0 case from astrength viewpoint, indicated that 
distinguishable vortices were observed at approximately four 
diameters downstream for d/r = 0.25 while only very 
indistinct vortices were observed for d/r = 0.0. Probably 
due to these vortices, the base pressure exhibited a more 
negative value compared to the d/r = 0.0 value. Asa 
result of this, the drag increased to a local maximum value 
as indicated in Figure 20 and Figure 21 for all Reynolds 
numbers and L/D ranges. 

Bee AG d/r = 0.5 

As the gap further increased in size, a jet flow was 
still observed between the plate and cylinder. See Figure 25. 
In this state vortices again were observed at four diameters 
downstream. Compared with the d/r = 0.25 case, the vortices 


did not appear as strong. Due to this decrease in vortex 
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Photograph and sketch of the flow pattern 
at d/r 


FIGURE 24. 
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pattern 


Photograph and sketch of the flow 


FIGURE 25. 
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strength, the drag decreased to a minimum value which one 
can see from Figures 20 and 21 for all Reynolds numbers and 
L/D ratio ranges which were used in this investigation. 
4. At d/r = 1.0 

This was the location where more distinct three- 
dimensional vortices were observed during the flow visualiza- 
tion experiment. The boundary layer appeared to separate 
from both the top and bottom surface of the cylinder in the 
form of alternating three-dimensional vortices and a very 
strong vortex shedding frequency was observed. Also, a 
rather regular, violent vortex street formed at about 
one-half diameter downstream. See Figure 26. Due to the 
formation of this strong vortex street very close to the 
cylinder, the base pressure decreased to its minimum value 
and the wake width became much greater than the cylinder 
diameter. As a result of this, the pressure (form) drag 
reached its maximum value as illustrated in Figures 20 
ema 21. 

As the gap space was further increased to d/r = 2.0, 
3.0, 4.0, 5.33 it was observed that the strength of the vortex 
street and shedding frequency also appeared to decrease. 
Therefore, the агас оп the cylinder gradually decreased 


to its "free" cylinder value. See Figure 27. 
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FIGURE 26. Photograph and sketch of the flow pattern 
at d/r = 1.0 
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FIGURE 27. Photograph and sketch of the flow pattern 
at d/r = 5.33 
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D. VORTEX FREQUENCY EXPERIMENT 

In order to obtain quantitative answers to the questions 
arising from the pressure drag curve characteristics, an 
experiment was performed to obtain the vortex shedding 
frequency behind the cylinder (described in detail in 
Section III). Because of limitations in the hotwire 
anemometer's transversing mechanism, the vortex shedding 
frequency was measured from 1 to 2.5 cylinder diameters 
behind the cylinder. In spite of no limitations in the 
vertical direction, the best results were obtained at 
1.5 cylinder diameters from the center of the cylinder. 

During the experiment the following results were obtained. 

ШЕН ДО аут = 0.0 

No frequency signal was observed on the display of 

the oscilloscope and the shedding frequency read from the 
counter was approximately zero. This was found to agree 
with the flow visualization results at d/r = 0.0. 

ОША d/r = 0.25 

As soon’as a space existed between the cylinder and 

plate, two different frequencies were obtained at the top and 
bottom of the cylinder. The top frequency was approximately 
three times greater than the bottom frequency. This implied 
that there were no strong vortices in the gap between the 
cylinder and plate. This result also agrees with the flow 


visualization observation at d/r = 0.25. 
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SUN At парк = 0:5 
At this gap size, two frequencies again appeared. 
The top frequency was about the same as the frequency which 
was found at d/r = 0.25 but the bottom frequency was less 
than the d/r = 0.25 case. 

ДА А "аге = 1.0 

The maximum frequencies observed during the experi- 
ment were at this gap size. This was similar to the 
qualitative results observed in the flow visualization 
experiment and also coincides with the location at which 
the maximum drag coefficient was observed. 

As the gap space was further increased to d/r = 2.0, 
3.0, 4.0, and 5.33 it was found that the shedding frequency 
gradually decreased to its "free" cylinder value. The 
results, including the Strouhal number, are shown in 
Table III. Also, the results were found to agree qualita- 
tively with the results which were obtained by Roshko [4] 


and Spivak [5]. 
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4.0 pao 5 0.198 
aoe 50 1-11 0.0| ° 73 0.198 


ТАВЬЕ ТТТ. Тһе vortex shedding frequency, n, and Strouhal 
number, S = nD/Us , as a function of gap size at 
a Reynolds number of 153,000 with L/D = 4.0 


X = Distance measured downstream from the center of the 
cylinder (inch) 
Y = Vertical distance from the center of the cylinder (inch) 
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УТ. SUMMARY 


The experimental investigation described in this thesis 
was conducted to gain an understanding of the fluid flow 
surrounding a right circular cylinder placed near a plane 
surface. Surface pressure coefficients were measured 
around the cylinder circumference for various plate to 
cylinder spacings, plate lengths and Reynolds numbers. 

Drag and lift coefficients were obtained from these data 
by numerical integration. 

An unexpected trend which was observed in the plots of 
drag versus cylinder to plate separation prompted a flow 
visualization experiment and hotwire anemometer measure- 
ments of the vortex shedding frequency in the cylinder wake. 
Based on these observations and measurements, it was 
concluded that the structure of the vortex pattern that 
develops in the wake of the cylinder exerts a controlling 
influence on the shape of the drag curve. For a range of 
plate to cylinder spacings on the order of one cylinder 
radius, it was found that the plate interferes with the 
formation of the vortex street in the wake of the cylinder. 
This interference significantly affected the cylinder base 


pressure which, in turn, influenced the drag on the cylinder. 
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АРРЕМОТХ А 


PRESSURE DATA AND DATA REDUCTION 


The values of the pressure coefficient were determined 


from the formula 


= Pa Ps T SENS 
ӘСІ 02 р р 
z ae ps s 
where 
Ср = Pressure coefficient 
= Density of air, lb/ft? 
U. = Air stream velocity, ft/sec 
P. = Pressure on the cylinder surface at angular 
8 
location 9, іп-Н.0 
Ба: — Air stream pressure іп the wind tunnel test section, 
іп-НАО 
2 
Pos” Pressure in the wind tunnel stilling chamber, in-H,0 


A sample calculation for data obtained at Re = 250,000, 


d/r = 0.25 and L/D = 4.0 is shown below 
Ө = 235° Р. = 14.10 Р_ = 8.00 Р = 1.90 . 


Ө 5 р5 


_ 14.10 - 8.00 
р 1.90 - 8.00 


С = 1500 
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APPENDIX B 


CALCULATION OF PRESSURE DRAG AND LIFT COEFFICIENTS 


The pressure drag coefficient and lift coefficient were 


calculated from the following formulas. 


2T 
И 
Сар = 2 f C,(8) cos 6 46 
0 
21 
MEE | 
ПИ С (8) sin 6 de 
0 
where 
Cap — Pressure drag coefficient 
Сү, = Lift coefficient 
Co = Pressure coefficient 
dð = Angular increment (5-degree) 


Pressure drag and lift coefficients were obtained by 
numerically integrating the above formulas using the 
computer (IBM 360) and Simpson's Rule of Quadrature with 
a step size of five degrees. The results are shown in 


Table II in Section V. 
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АРРЕМОТХ С 


UNCERTAINTY ANALYSIS 


Since uncertainties existed in our measured variables, 
an uncertainty analysis was performed in order to ascertain 
the degree of uncertainty in the experimental results. The 
method of Kline and McClintock [7] was used. 


Uncertainties existed in the following variables: 


|+ 


Wall manometer 2 O- OS inch (20:1) 


Manometer bank H 0.05 inch (20:1) 


I+ 


The uncertainties associated with the properties of air were 


considered negligible. 


REYNOLDS NUMBER, Re: 


The Reynolds number was calculated from the equation 








The value of U. is directly proportional to the square 


root of the wall manometer reading 2; hence 
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о 
B. 2 
== 0.5 7 


Again, since the uncertainty in the kinematic viscosity of 


air and in the cylinder diameter are negligible, 


0 0 
__Ке _ 0.5 _4 
Re 2 


Therefore at various Reynolds number ranges the uncertainties 
were calculated as follows: 


а) АЕ а Reynolds number of 90,000 


2 = 0.76 іп-Н.0 о, = * 0.05 іп-Н.0 
ш 
Re _ 
Ре: = 02270050570 16) 
“Ее y 
Re ^ 0.0328 ог Uke = 2968 3000 


Ке = 90,000 + 3000 (20:1) 


b) At a Reynolds number of 153,000 


Z = 2.20 A = + 0.05 in-H,O 


0) 
сета 
Boc x 95410. 05/2.20) 
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NEC NOTI or E 


Бе Re 1738 z 2000 


Бе c ТЛ” 2000 (20:1) 


C) At a Reynolds number of 250,000 


2 = 5.85 in-HjO о, = 0705 in-H,0 
U) 

Ве _ 
Ее 0:5 10. 0575.35) 
и) 

кече и) 2 
Te 0.004 Or Re 1000 

Re = 250,000 + 1000 (20:1) 


BRESSURE COEFFICIENT, Ch: 


The pressure coefficient was calculated from the equation 


P. -P АР 
С = 0 5 5 = 
р Р -Р Р 


hb 


> 


рв 5 2 


Therefore, 
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Since both pressure differences were measured on the same 
manometer bank they shared the same uncertainty which is 
shown on page 75. Therefore, for the various Reynolds 
numbers the uncertainties were calculated for the pressure 
coefficient as follows. | 


а) At a Reynolds number of 90,000 and an angular 
location of 270 degrees, 


d/r - 0,25 L/D = 4.0 Ро = 4.82 Р. = 3.68 Pos LND 
ис. 
+ = 0,069 or с = 0.08 
р P 
Ср = -1.23 + 0.08 (20:1) 


b) Ata Reynolds number of 153,000 and an angular 
location of 270 degrees, 


d/r = 0.25 L/D = 4.0 Ро = 7.35 Р. = 4.40 Pos = 2.00 
“Sp 
С = 0.026 or Wo = 0.03 
р р 


eu 129 * 0.03 (209) 


C) At a Reynolds number of 250,000 and an angular 
location of 270 degrees 


aye = 0.25 L/D = 4.0 Ре = 15.7 P = 8.00 Pos = 1.90 
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= =-= 001 ок o = 001 


са крот ПО] О) 


IEBBSSURE DRAG AND LIFT COEFFICIENTS, С PE 


dp L 


Since the pressure drag and lift coefficients were obtained 
integrating the pressure coefficient, it seems reasonable 
to assume that the drag and lift coefficients exhibit the 


same uncertainty as the pressure coefficient. Therefore, 


а) At a Reynolds number of 90,000, d/r = 0.25, and 


L/D = 4.0 
Сар = 1.17 + 0.08 

(20:1) 
Сү, = 0.40 + 0.08 


b) At a Reynolds number of 153,000, d/r + 0.25, and 


L/D = 4.0 
Ca = 1.16 + 0.03 
P 
(20:1) 
Сү, = 0,41 + 0.03 


с) At a Reynolds number of 250,000, d/r = 0.25, апа 


L/D = 4.0 
С s 
‚р r5 + 0.01 
(20:1) 
Ct, = 0.42 + 0.01 
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АРРЕМОТХ D 


LOL LOPEDPOISSOPOPRESSURE COEFFICIENT VERSUS 
ANGULAR LOCATION 


The polar plots for Reynolds nae ers of 90,000 and 250,000 
with plate L/D = 4.0 and d/r ranging from 0.0 to 5.33 
are shown in Figures 28 through 43. Also this Appendix 
includes the polar plots for Reynolds number of 153,000 
with plate L/D = 2.0, 8.0 and d/r ranging from 0.0 to 


5.33. See Figures 44 through 59. 
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26. 


nn С | 500 | 





Pressure coefficient and local Nusselt number 
the surface of a cylinder placed near a plane 
surface for: 

Re = 90,000, L/D = 4.0, d/r = 0.0 
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Pressure coefficient and local Nusselt number 


on the surface of a cylinder placed near a 
plane surface for: 


Re = 90,000 , L/D = 4.0, d/r = 0.25 
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FIGURE 30. Pressure coefficient and local Nusselt number 


on the surface of a cylinder placed near a 
plane surface for: 


Re = 90,000 , 1/р = 4:0 , а/г + 0.5 
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FIGURE 31. 
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Pressure coefficient and local Nusselt number 
on the surface of a cylinder placed near a 
plane surface for: 
Re = 90,000 , L/D = 1.0 
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ЕТСОКЕ 32. 


% 


170 


Pressure coefficient and local Nusselt number 


on the surface of a cylinder placed near a 
plane surface for: 


Re = 90,000 , L/D 


A с 2,0 
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ШЕЕПОКЕ 33. 





-15 -2-0 -2.6 


Pressure coefficient and local Nusselt number 


on the surface of a cylinder near a plane 
surface for: 


Re = 90,000 , L/D = 4.0 , Я/г + 3.0 
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FIGURE 34. 


Pressure coefficient and local Nusselt number 
on the surface of a cylinder placed near a 


plane surface for: 
Re = 90,000 , 1/0 + 4.0 , а/х = 4.0 
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PEGURE 33. 





Pressure coefficient and local Nusselt number 
on the surface of a cylinder placed near a 
plane surface for: 

Re = 90,000 , L/D= 4.0, d/r = 5.33 
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FIGURE 36. 


Pressure coefficient on the surface of a 
cylinder placed near a plane surface for: 
Re - 250,000, L/D = 4.0, Я/г + 0.0 


89 





Бь%- dH 


4 
i 
1 
\ 

\ 


(то 


— a0 


FIGURE 


^ 90 
еле [77 00, — — —. 
79 > ii | ж On 
гө 
e - x 
^ 1i Ог, 
. ау 
Ф 7 
s +» у : Ф, 
‘ г + 
ә 7 | 
$ | Е у + а, 
| . Е S 2 => Ade a—, PS % $ 
а . . . d ` NR ' 
| ит у — *— P x ES 
СС ` 


O5. 00.-05 -LO.-L5 -20.-25. 





N 

N | г Ў A 

е | ; ES 

~ Е x 
an : „7 
еза | ais 

о; г 

г г 

49 
ы ~ 
x 
о Ф 2 
: = Y 
4» Я 
e ` » я ¿0 
> | x 4 
092 ог 60 


37. Pressure coefficient on the surface of a 
cylinder placed near a plane surface for: 
Re = 250,000 , L/D = 4.0 , d/r = 0.25 
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ENGURE 38. 


cylinder placed near a plane surface for: 
Re = 250,000 


Pressure coefficient on the surface of a 
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FIGURE 39. Pressure coefficient on the surface of a 
cylinder placed near a plane surface for: 
Re = 250,000 , L/D = 4.0 , d/r = 1.0 


92 








FIGURE 40. Pressure coefficient on the surface of a 
cylinder placed near a plane surface for: 
Re = 250,000 , L/D= 4.0, d/r = 2.0 
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Pressure coefficient on the surface of a 
cylinder placed near a plane surface for: 


Re = 250,000 , L/D= 4,0 , d/r = 3.0 
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FIGURE 42. 


Pressure coefficient on the surface of a 


cylinder placed near a plane surface for: 
Re = 250,000 , L/D= 4.0 , Я/г + 4.0 
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FIGURE 43. Pressure coefficient on the surface of a 


cylinder placed near a plane surface for: 
Ке = 250,000 , L/D = 4.0 , Я/г + 5.33 
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Pressure coefficient and local Nusselt number 
on the surface of a cylinder placed near a 


plane surface for: 
Re = 153,000 , L/D 009 а/т - 0.0 
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FIGURE 45. 
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plane surface for: 
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Pressure coefficient and local Nusselt number 
on the surface of a cylinder placed near a 
plane surface for: 

Re = 153,000 , L/D= 2.0 , d/r = 0.5 
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Pressure coefficient and local Nusselt number 
on the surface of a cylinder placed near a 
plane surface for: 

Re = 153,000 


‚ 1/р = 2.0, а/т = 1.0 
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FIGURE 48. 
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Pressure coefficient and local Nusselt number 


on the surface of a cylinder placed near a 
plane surface for: 


Re = 153,000 , L/D = 2.0 , d/r = 2.0 
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FIGURE 49. 


Pressure coefficient and local Nusselt number 


on the surface of a cylinder placeá near a 
plane surface for: 


Re = 153,000 , L/D 
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FIGURE 50. Pressure coefficient and local Nusselt number 
on the surface of a cylinder placed near a 
plane surface for: 

Re = 153,000 , 3/D= 2.0, d/r = 4.0 
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Pressure coefficient and local Nusselt number 


on the surface of a cylinder placed near a 
plane surface for: 


Бей 53500077 —b/D — 2.0 , d/r + 5.33 
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FIGURE 52. 


plane surface for: 
Ке - 153,000, 
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Pressure coefficient and local Nusselt number 


on the surface of a cylinder placed near a 
plane surface for: 


ЕС ИО Л ООО, ТЕП 8.0 , а/г - 0.25 
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FIGURE 54. 
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Pressure coefficient and local Nusselt number 
on the surface of a cylinder placed near a 
plane surface for: 

Ке = 153,0-0 , L/D = 8.0 , Я/г + 0.5 
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Pressure coefficient and local Nusselt number 


on the surface of a cylinder placed near a 
plane surface for: 


Re = 153,000 , L/D = 8.0 


, d/r = 1.0 
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plane surface for: 


Re = 153,000 , L/D= 8.0 , 
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Pressure coefficient and local Nusselt number 


on the surface of a cylinder placed near a 
plane surface for: 
Re = 153,000 , L/D = 8.0 , 


d/r = 3.0 
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FIGURE 58. Pressure coefficient and local Nusselt number 
on the surface of a cylinder placed near a 


plane surface for: 
Re = 153,000 , L/D= 8.0 , d/r = 4.0 
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